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5 APR B/8 


MEMORANDUM FOR: Director of Personnel 


SUBJECT : Change in FY 1978 Personnel Ceilings 


1. (S) The Fiscal Year 1978 personnel ceilings for the Director's 
Area and for the National Foreign Assessment Center (NFAC) are revised, 
effective 1 April 1978, as follows: 


Former Ceiling Revised Ceiling 
i 25X1 
Director's Area 
NFAC 
2. (A/IUO) This change reflects the transfer of the Requirements 
and Evaluation Staff from the Office of the Comptroller to NFAC. The 
latter will advise you of the new organizational alignment of the trans- 
ferred function. 
25X1 
ames H. Taylor 
Comptroller 
cc: AO/DCI 
D/NFAC 
OD/Personnel Distribution: 
Original - C, SRB via DD/PERS/P&C 
1 - C, SPD via DD/PERS/R§P 
1-- D/PERS Chrono 
25X1 
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